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MASRAM RURAL DISTRICT COUNC TL. 
Horth Riding of Yorkshire. 


| QUNUAL REPORT OF THE MEDICAL OFFICER & ts 


ear ending Slst December 1 


Gentleman, 
= have the honour of prepeating to you wy Annual Report for _ 


Toa! year ending Slst December 1 


we ad abe 2 ae deal t tM ’ = re 
a One , iledioa2 officer of Health, 
@) Gne Sanitary Inspector. 
ve see eve oe eee eee 24835 acres. 
Population eee eo ese see 2013 
_ Mumber of inhabited houses ae eee eee 636 
Rateable value of the area ove eee eee 22285 pounds, 
7 represented by a penny rate eee eee 693, 4. 10. 
timate. 27 19 8 ) Birth Rate 
tinate,. 2 1 1 } 23,82 
STILLBIRTHS. 4 $ 1 Rate per 1000 total 
: (hive and sti11) 
births 20,2 
HS . 34 ps ee 8 Death rate per 1000 
aaa vy ‘resident population 
0,87 


There have been no changes or Miitaenuite * in the 
widerwentioned services(during the year: 
a) Laboratory factiities, 
Ambulance services. 
Clinics and treatment centres, 
a) Nursing in the home, 


SANITARY CIRGUMSTANC ES OFTHE AREA, 


He changes heve taken place during the year and the whole of & 
the water supplies remain satisfactory, both in quality and 


quantity, 
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All defects have been made good and the services are 
satisfactory. 


RIVERS AND sTREuts. 


Pollution. No action has been necessary, 


With very few exceptions, 221 earth closets in Meshem have 
been converted to water-carriage systen, 


Reguler inspections have been made. 
HOUSING. 

The Goumcil's scheme for the erection of 24 houses has been 
approved and building will be commenced early in the new year, 


The Sanitary Inspector reports that no nuisances have 
been b to his notice in connection with the factories 
and workshops in the area. 

The sanitary arrangements were satisfactory. 

Tom, Gentlemen, 
Your obedient servant, 
G. R. pODDS. 


Medical Officer of Health, 
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